REGISTER OF 

CLASSIFICATION DECISIONS 


Title of Publication: 

Hellbent 

Other Known Title: 

Not Stated 

Format: 

DVD 

Dir e c tor / Author: 

Paul Etheridge-Ouzts 

Producer/Publisher: 

Steven J. Wolfe, et al. 

Country of Origin: 

USA 

Language: 

English 

Applicant: 

The Film and Video Labelling Body Inc. 

Distributor: 

VM Distribution 


Classification: Objectionable except if the availability of the 

publication is restricted to persons who have attained 
_ the age of 16 years. _ 

Descriptive Note: Violence, drug use, offensive language and sexual 

themes. 

Display Conditions: Nil 

Date of entry in Register: 09 March 2007 

Date of direction to issue a label: 08 March 2007 
OFLC No: 700246 


Unexcised version of publication: 



Components 


Feature: 

Hellbent 

80.18 

Total running time: 


80.18 


Excisions: No Excisions Recommended 

Reasons for excisions: 

Not Applicable 
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Summary of reasons 
for classification: 

Not Applicable 
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